Message 


From: Brewington, Tavares (USAMA) [Tavares.Brewington@usdoj.gov] 

Sent: 5/14/2012 3:25:58 PM 

To: Corbett, Kate (DPH) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MassMail-01/cn=Recipients/cn=Kate.Corbett] 

Subject: RE: U.S. 


Thanks. Do you have updated drug certificates? if so, couid you piease forward those along? Thank you. 

From: Corbett, Kate (DPH) [maiito:kate.corbett@state.ma.us] 

Sent: Thursday, May 10, 2012 11:19 AM 
To: Brewington, Tavares (USAMA) 

Subject: RE; U.S. 


Yes, I performed all the testing for those resubmitted samples. 


From: Brewington, Tavares (USAMA) [mailto:Tavares.Brewington@usdoj.gov] 

Sent: Thursday, May 10, 2012 11:12 AM 
To: Corbett, Kate (DPH) 

Subject: RE; U.S. 

Thank you Kate. Did you do the retest alone. If not, I will need the CV for the other chemist. 


From: Corbett, Kate (DPH) [mailto:kate.corbett@state.ma.us] 
Sent: Thursday, May 10, 2012 10:29 AM 
To: Brewington, Tav ares (USAMA) 

Subject: RE: U.S. v. 


Hi Tavares, 

Attached is a copy of the discovery packet forj 
if you need any further info, please let me know. 

Thanks, 


Kate Corbett 
Chemist 11 
Drug Analysis Lab 
Dept of Public Health 
305 South St. 

Jamaica Plain, MA 02130 
phone (617) 983-6632 
fax (617) 983-6625 


From: Brewington, Tavares (USAMA) [mailto:Tavares.Brewington@usdoj.gov] 
Sent: Wednesday, May 09, 2012 12:42 PM 
To: Corbett, Kat e (DPH) 

Subject: U.S. v. 
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Kate, 


I hope that all is well. This email follows my voicemail regarding the case currently scheduled for trial on June 

4, 2012. Our expert discovery is due on Monday and I wanted to know if you could forward to me the discovery 
packages for the tests/retests in this case before the end of the week. I will also need the CV's for all chemist who 
conducted the testing. 

Thank you for your help. 

Tavares 

Tavares M, Brewington 
Assistant United States Attorney 
District of Massachusetts 
1 Courthouse Way 
Boston, MA 02210 
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